T6* Wives   of  HENRY VIII

CATHERINE OF ARRAGON

M. Dec. z6tb, 1503;  divorced 1533.

ANNE BOLEYN
M. Jan. 1533; executed 1536.

JANE SEYMOUR
M. 1536;   died) 1537.

ANNE OF CLEVES
M. Jan. 6tb, 1540;  divorced, June, 1540.

KATHERINE  HOWARD
M, 1540;  executed 1542.

KATHERINE PARR
M. 1543 ;  survived her husband, who died in 1547 at the age of 56.
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